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ACTION OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO SY-05 ST-01 /025 W 

190147Z 060852/21 

R 181 200Z MAY 77 
FM AMEMBASSY PRAGUE 
TO SECSTATE WASHDC 2694 
INFO AMCONSUL FRANKFURT 

CONFIDENTIAL PRAGUE 1298 

DEPT FOR OC/S, OPR/ST AND SY/FO 
FRANKFURT FOR RSS AND OIC, RTC 

E.O. 11652: GDS 
TAGS: ASEC, ACOM.CZ 

SUBJECT: TEMPEST HAZARD. ELECTRIC TYPEWRITERS 
REF STATE A- 1273 

1 . SURVEY OF ELECTRIC TYPEWRITERS AT POST DISCLOSED THAT 
FOLLOWING IBM MODELS ARE PRESENTLY USED FOR PROCESSING 
CLASSIFIED INFORMATION: MODEL 12, SELECTRIC MODEL 72, 

SELECTRIC II MODEL 855 AND INERTIA MOTOR MODIFICATION, 

AND EXECUTIVE MODEL 42. 

2. MAJORITY OF THESE TYPEWRITERS WERE PROCURED FROM IBM CORP. 
(WASHINGTON, D.C.); C/O IBM CORP., ELBINGER STR. 1-3, 

6000 FRANKFURT/MAIN, GERMANY WITH ASSISTANCE OF AMERICAN 
EMBASSY, BONN. 

3. FOR OC/S: THE IBM MODEL 12'S DISPLAY THEIR MODEL NUMBERS 
ON BOTTOM OF OUTSIDE PROTECTIVE HOUSING. PURCHASE 
ORDER OF ONE IBM MODEL 12 WHICH WAS RECENTLY RECEIVED 
REQUESTED MODEL STANDARD D-123. TYPEWRITER RECEIVED IS LABELED 
MODEL 12 AND BEARS NO MARKING TO INDICATE IT IS A MODEL STANDARD 
D. PLEASE ADVISE IF IBM MODEL 12 IS SAME AS IBM MODEL D (STANDARD) 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 PRAGUE 01298 181239Z 

AUTHORIZED FOR PROCESSING CLASSIFIED INFORMATION IN STATE A-1273. 
ALSO DEFINE IF IBM EXECUTIVE MODEL 42 IS AUTHORIZED FOR CLASSIFIED 
USE; DOES IT FALL UNDER THE MODEL D (STANDARD) CATEGORY? 

4. FOR OC/S: POST HAS NO CLEARED PERSONNEL FOR SERVICING 
ELECTRIC TYPEWRITERS USED TO PROCESS CLASSIFIED 

INFORMATION. PLEASE ADVISE WHERE TYPEWRITERS MAY BE POUCHED FOR 
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APPROPRIATE SERVICING. 

5. FOR OPR/ST: POST REQUESTS INERTIA MOTOR MODIFICATION KITS 
(PACK GSA CONTRACT NO. GS OOS 32083) FOR INSTALLATION AT POST 
FOR ONE IBM SELECTRIC MODEL 725. CHARGE FOLLOWING FISCAL DATA 
9770100.44 1639 0122 71-522. CURRENT IS 220V AC, 50HZ. 

BYRNE 
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